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PART - I 


Notifications , Orders and Declarations by Haryana Government 


HARYANA GOVERNMENT 
PUBLIC HEALTH ENGINEERING DEPARTMENT 

Notification 


The 22nd November , 2021 
THE GOVERNOR OF HARYANA IS PLEASED TO DECLARE THE RESULT OF DEPARTMENT 

PROFESSIONAL EXAMINATION HELD 

FROM 17.08.2021 TO 19.08.2021 
No. 2 / 29 / 2013 - PH - 5. 
( MECH . ENGINEERS ) 
Roll Name of Designation Elelments of Maintenance Accounts & Mechanical General & Oral Remarks 
No. Candidate W / S and of Mech . & Office 

Engineering Examination 
Sewerage Electrical Procedure 

Plants 
Max . M : 50 Max . M : 50 Max . M : 100 Max . M : 100 Max . M : 50 
1 2 3 4 

5 
1 Jagdeep AEE ( Mech . ) 30 ( Passed in 32 ( Passed 46 ( Fail ) 

78 ( Passed in 37 ( Passed in To reappear in 
08/2020 ) in 08/2020 ) 

08/2020 ) 08/2020 ) 

paper at Sr. No. 3 . 
2 Sanjeev SDE ( Mech . ) 36 ( Pass ) 41.5 ( Passed 62 ( Pass ) 79 ( Passed in 34 ( Passed in Pass ( He has 
Batish 

08/2020 ) 08/2020 ) 08/2020 ) obtained more 

than 50 % in each 
subject and also 
aggregate 60 % 

and above ) 
3 Vikas Seth SDE ( Mech . ) 37 ( Pass ) 

30.5 ( Passed 45 ( Fail ) 65.5 ( Passed 32 ( Passed in To reappear in 
in 08/2020 ) in 08/2020 ) 08/2020 ) 

paper at Sr. No. 3 


DEVENDER SINGH , 
Additional Chief Secretary to Government Haryana , 
Public Health Engineering Department , Chandigarh . 


9401 – C.S. - H.G.P . , Pkl . 


( 1048 ) 


